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25 March 1954 


OEOBE T - 

MEMORAMDUM FOR THE MEMBERS OF USCIB : 

Subject: Security of CCMINT Transmitted by Electrical Means. 

References USCIB 13.5/42 dated 8 March 1954. 


There having been no objection to the paper entitled "Security 
Requirements for Transmission of CCMINT by Electrical Means" as 
amended and circulated as the enclosure to the reference, it is con- 
sidered approved as of 17 March 1954. 
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